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Hattie A. Munson 


Wife of William Faber 


Born Aug. 17, 1869, 


Died 


[Hattie Amanda Munson is 
and Adeline L. Squire. 


and died July 30, 
William Faber. ] 


1909; 


July 30, 1909 


the daughter of George F. Munson 
She was born on August 17, 1869 
in December 1904 she married 


